NEW COMMUNITY HARMONY HOUSE 
South Orange Avenue at Littleton Avenue, Newark 


. Two and a half acre site 


Three story facility: 

102 units of 380 square feet each 

Completely furnished 

One-family units with sleeping space, one bathroom, combined living 
room/dining room and kitchen area 

34 units per floor 

Connecting units can accommodate larger families 

Handicapped units available 

Exterior staircases 

Laundry facilities 

Community space 


\ 


Adjoining social services center: 
Two stories 
10,000 square feet 
Child care center 
Medical services 
Employment services 
social services 
Community room 


Projected completion: July, 1989 
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